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TEST PROCEDURE READ | SPECS. RESULTS| GOOD 
Cranking Voltage Voltmeter | 
START Cranking Coil Output 
Idle Speed [Tachometer +t sd Cd id 
Dwell-Meter Es) SP eara Pe ER A 
IDLE Timing Advance Unit_ [| 
Fuel Mixture Combustion Eff. Tester| =| dT 
Manifold Vacuum [ VacuumGauge TT 
Dwell Variation Dwell Meter 
Coil Polarity 
Spark Plug Firing Voltage Scope (Display) 
Maximum Coil Output Scope (Display) 
Secondary Circuit Insulation Scope (Display) 
CRUISE Secondary Circuit Condition Scope (Raster) 
Coil and Condenser Condition Scope (Raster) J 
Breaker Point Condition Scope (Raster) 
Cam Lobe Accuracy Scope (Superimposed) 
Fuel Mixture Combustion Eff. Tester 
Cylinder Power Balance Tachometer 
[Record RPM j2_ £B 4 6 7 8 
ACCELERATION 
Spark Plugs Under Load Scope (Display) 
Accelerator Pump Action Combustion Eff. Tester 
es [Timing Advance Timing Advance Unit =| 
HIGH Charging Voltage _ Voitmeter 
SPEED Fuel Mixture Combustion Eff. Tester 
Exhaust Restriction Vacuum Gauge _t 
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